
1© The landing pier of the new Calafat-Vidin railroad ferry is 100 meters 
upstream from the Calafat-Port railroad station* The landing pier at 
Vidin is completed* # 
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Comment ©. Prior to 19h It a railroad ferry with a capacity of four 

or rive trains in a 2b-hour period was operating across the Danube 
River between Calafat and Vidin© Forr*^* r> iterations stopped after the 
ferry was destroyed in the war* Landing 

piers and railroad connections were constructed on both utuiks of the 
river and preparations for the resumption of ferrying activities seen 
to have been completed© It is not known if a new ferry is available© 
However, it may be assumed that one i3 since a transfer to Calafat-Vidin 
of the only ferry-boat Sofia from the more important crossing point of 
Oiurgiu-Ruse seems improbable© The new crossing point has a single-track 
rail connection to the Rumanian and Bulgarian railroad systems© ’teak 
points of the new ferry are its limited carrying capacity, its vulner- 
ability to bombing and mining in the evont of war and its proximity to 
the Yugoslav border* Tho ferry would be the tiiird rail connection between 
Bulgaria and Rumania 


1 Annex# 1 - sketch on ditto* 


This document is hereby regraded to 
CONFIDENTIAL in accordance with the 
letter of 16 October 1973 from the 
Director of Centra! Intelligence to the 
Archivist of the United States. 

Next Review Date: 2008 
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